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Thefc Hlntv^^ from om who never faw a Hoiife 
on fice, will, *m hoped, b€i farther improved Bf 
thofe who have more Experience and Skill in thefe 
Affairs. 
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II. Some Obfervations^ made during the lafl 
three Tears ^ of the ^antity of the Varia- 
tion of the Magnetic Horizohtal Needle 
to the Wejiward\ by Mr. Geo. Graham^ 
F.R.S. at his Houfe in Fleetftreet, Lon- 
don, 
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The Inclination of the dipping Needle has been 

during the fame time about 73I- Degrees. 

O o 2 A^. B. 
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N^ B. As the Variation of the Needle at London 
has not been regularly publijhed from time to 
time in the Philofbphical Tran(a£lions : It may 
not he improper to take notice here^ that accord- 
ing to the beji Obfervations extant, and which 
were made by "^erfons of great Skill and ExaEi- 
aBnefSy the Needle at London declined to the 
Eaftward ii'' i$' in the Tear ifSo. In\6^j 
there was no Variation, the Needle then point- 
ing due North. In i6j2 the Variation was ob- 
ferved by the late *2)r. Halley i"" 30' towards 
the Weft, and in 1692 6^ o^ And towards 
the Beginning of the Tear 1723, it was found by 
Mr. Graham, from the Medium of a vaji Num- 
ber of Obfervations y to be then 14° 17' the fame 
Way. So that J during the Courfe of \6j Tears 
elap fed fine e the Tear 1580, to the End of the 
laji Tear ij^y-, the magnetic Needle at London 
has moved to the Weft ward, 28^ 5 5^^ See be- 
fore W. 148, and N^, 383 of the Thilofophical 
TranfaHions. 
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